The  Safety  Fire  Extinguisher  Co. 

SPALDING  BUILDING 

29,  31  AND  33  WEST  42d  STREET 

WILLIAM  E.  LIPTROTT, 

General  Manager 

New  York,  June  10 « 1902^' 

Telephone  3824— 38th  Street 

Mess,  Noble  & Co?J.ey, 

(jranville,  Mass, 

Dear  Sirs;- 

As  we  know  the  Safety  Fire  Bucket  Tank  is  particularly  well 
adapted  for  use  In  iranufaoturlng  plants  in  as  much  as  it  contains 
twenty-five  gallons  of  powerful  fire  extinguishing  fluid  into  which 
six  buckets  with  self-raising  handles  are  submerged,  we  are  going 
to  make  another  attempt  to  get  you  interested. 

Look  over  your  tuiidings  and  advise  us  about  how  many  Tanks  you 
could  use  and  we  will  make  you  a special  low  price  end  if  you  wish 
we  will  send  you  a sample  Tank  on  approval  for  your  inspection  which 
you  may  return  at  our  expense  if  for  any  reason  you  do  not  care  to 
adopt.  Isn't  that  a fair  proposition? 

Send  us  a sample  order  and  investigate  the  Safety  Fire  Bucket 

Tank, 

Yours  truly, 

SAFETY  FIRE  EXTINGUISHER  CO, 


General  Manager, 


P,  S,  A number  of  the  concerns  mentioned  in  the  enclosed  booklet 
have  had  the  Tanks  in  use  from  five  to  nine  years. 
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